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BILL NO. 


S-77-04- 


3/ 


9 /- 7 ? 

SPECIAL ORDINANCE NO. S- _ 

AN ORDINANCE approving a contract with 
All Phase Electric for materials for 
the Street Lighting Department. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That the contract dated April 18, 1977, 
between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works and All Phase Electric, for: 

125 American Concrete Poles $24,610.00 

all as more particularly set forth on City Utilities Purchase 
Order No. 8874, which is on file in the Office of the Department 
of Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and 
approved. 


SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



APPROVE!) AS TO FORM 
AND LEGALITY, 










Read the first time in full and on motion by fi)xAA/Y\0- , seconded by 

_and duly adopted, read the second time by title and referred 

to the Committee on f‘ (and the City Plan ComrnlssioiTtbr 
^pnommendation') and Public- Hea ring' to -^e—- held -afte^-d-uc legal notice ,~-at—t- 

C j-jflmhprR Cl4y^Cmrnrty~~BuildiIig. f ort Wayne, Indianary-on^ --- 

-- r -jfr7fr r -at-— .o^clTXdr-RTMr-TE^^ 


©f 


DATE: 






CITY CLERK 

Read the third time in full and on motion by P)^ rtvQ. 
seconded by V-W^y^. _, and duly adopted, placed on its passage. 


VTygy^ 


PASSED f~-fe©# | TT'by the following vote: 


TOTAL VOTES 

BURNS 

HINGA 

HUNTER 

MOSES 

NUCKOLS 

SCHMIDT, D. 

SCHIMDT, V. 

STIER 

TALARICO 

DATE: 


Dp 


NAYS 




Z 


CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as (Z<3NfNGT$IAPrTT3E!^^ SPECIAL) f^PPRQ^IATiON)- 

* -7 

@irHTi©N> No. o n tip- ^ d ay of 197|L 



'CITY CLERK 

P Presented (i b,y me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of 


if y 


, 197(|, at the hour of M'-30 o 'clock ^ _M.,E.S.T. 


CITY CLERK 

Approved and signed by me this day of 

JJJd o'clock 


at the hour of 



, 19 ^, 









































































































Bill No, 


S^77-04-31 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities _ to whom was referred an Ordinance 

approving a contract with All Phase Electric for materials for the 


Street Lighting Department 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance ah _ PASS. 


PAUL M. BURNS - CHAIRMAN 


FREDRICK R. HUNTER - VICE CHAIRMAN 
VIVIAN G. SCHMIDT 


WINFIELD C. MOSES, JR. 





JAMES S. STIER 


-4f CONCURRED IN 
DATS-CHARLES W. WESTERMAN, CITY CLERK 































COPIES TO: 


J. F. Morreale 
Carl O'Neal 
J. Shoulders 


Memorandum 

y 0 II. P. Weh renbfi ro . Board of Porks-. Apri - l —1-S-,— 19 7 -3- 

p rom Ruth Winget. Purchasing Departme.u.t_-----*-- 

Subject Quote #991, Concrete Poles... - I - -- - - 


Herewith are quotes (Quote #991) relating to Purchase 
Order #8874 which is prepared favoring All Phase Electric 
for 125 Concrete Poles for Street Lighting Department. 

Six vendors were invited to quote. Four (4) quotes 
were received. 

It is recommended that the quote be awarded to All 
Phase Electric a local vendor - Total price: $24,610.00. 

Attached are the following documents in support of 
the recommendation for acceptance of All Phase Electric 
quote. 

1. Street Lighting Department's requisition. 

2. All Phase Electric quote. 

3. Copy of Purchase Order. 

4. Copy of Purchasing Department memorandum. 

It is urged that in referring this bid-quote to the 
City Council for enactment of an ordinance, that all of 
the attached items, together with this memorandum (or copies), 
be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order 
Number (s) is given to All Phase Electric until evidence 
of Council approval is furnished to the Purchasing Department. 



n-7 



















r 


(BOW IFCMT WMK30 

— CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

All Phase Electric 
4920 Lima Road 
Port Wayne, Indiana 4680 


L 


n 






PURCHASE ORDER NO. 


r 7 


This number must appear on each pack¬ 
age, packing slip, invoice, bill of lading, 
express receipt and correspondence. 

April 18, 1977 


SHIP TO • 


MAH. ALL INVOICES TO 




City Street Lighting Department 
1701 South Lafayette Street 
Fort Wayne, Indiana 46803 


GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE IN ■ DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED 3- 
INDIANA STATE 8QARD OF ACCOUNTS 


AMERICAN CONCRETE POLES 


Catalog No. 800-B23-H6, 

Finish #101, Knock out Pole Cap 
#H-365-5 Drilled and tapped for 
3/4" Pin. including necessary grommets 
and Plastic Protection Plug, Hi-Rise- : 

6 ft. Galvanized Steel Bracket Arm 
for 2" Slipfitter. 

Ultimate Ground Line Moment 00~ I^nch 

Horizontal Load 850 lbs. 

Deflection per 1001bs = 1.0 v --- 

i r7 


Maintenance 


and new constru<^L|: 

O r, 


SUBJECT TO COUNCILMAHIC APP 


Per Quote #991 
Net 30 

F.O.B. Delivered 
Ship as per schedul 


30 Days 

KU/pl T i l41- 7 7 ' ~ 



Fc 

Show 
and In 

Iter receipt of Order and / 


MOTE: TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 


D CONDITIONS ON REVERSE S 



























O REF. Quote 901 

OSING DATE 3/28/77 
Street Lighting 

(125) Concrete 

Poles 

Total 




Union Metal . - 

$236.50/each. 

$29,562*50 




Ai 1 Phase Electric- 

$ 196.88/each 

$24,610.00 . 

t 




Great Lakes Concrete' 

$ 1 96.88/each." _ 

$24,.610.00 * 




National; Mill Supply 

$284.00/each 

$35,500.00 






- 





C 






















Date. 


H. mi 


Please order the following Material for Delivery as Specified: 


City Utilities J 

/ ycfay 


PURCHASE REQUISITI 


‘TtiXZ'if 

fiETm. ftBCilPT Gp GKDEA AvA/e*\ 

P n Nn $ PCP- 

T 

£L00a*tliLt pjp^i*S*4CXL V/ 


QUANTITY » 

DESCRIPTION 

DIST. 

NO. 

DEPARTMENT 
ESTIMATED COST 






/£.$■ 

flri£Mc4fij Coajc/bta PoLES P/& 


•fjJ A 

/<v, f 


c4t~/tcjog~ AJo <roo -323- P C*> ; 

/ 




FtA'iStt*/of KfJocM OUT PoLS CAP 





- ) - ! -^ —.. - ■ 

* //- 36&-JT DRILLED Am rA//&? p&a 





/P l/ P/M /4/Ct- uQt V C~ A/BCf <?SA&P OtfaAi 

'Atezc 




Aa/V PLA577C. P/?o7/EC7~//>aJ PLUE M/-/?,>*>€ 





6 * r <P«V 4MZ£S) 372S££- 8rf/XA£T /M>*i 





M>n A" BL/ffjTZZl*. 

/ j 

/> p 



(Jcyz*YAT£ PMom t~i&£ Ho^S^T k!% 3&o 

--trtJPPr 

^ET 



/A Aiz&zjTAt-2fo £BS 



REMARKS: 

D££LBcT/€> 4J PEA /OO ms - /. /si/cP&S 




AiA/^rSAJAAJCB: /HQ JJ£LV C6*J$Ttfucr/OA/ 


1 


T' I h.reby Certify 7^7 thi7 woifTrTu'p^i^'S^* 

-are necessary for stock or use in this depart 


^0~lhtJP 


cMLl&kig. 


*7lx^rU$ o 
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CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46§§2 


'p’. O' l /'/'/ 

tilt 




Date March 17 , 19 7 7 _. Request for Quotation No. 991 

To be considered your quotation must be received by M. March 28, 197 7 

To: l/union Metal Manufacturing Co. Rational Mill Supply Inc. 

* American Concrete Company -• ' 

Graybar Electric Company 
\S&.11 Phase Electric 

^/6reat Lakes Concrete. Pole Corp. 


. - —— - Unit Trade 

Quantity Unit Price Disc. Extensioj 

























m DP 


8 


Page__of 


Reference No. quote 991 


NON-COLLUSION AFFIDAVIT 


STATE OF INDIANA, 

_ COUNTY 

The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 

He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. 



Subscribed and sworn to before me this 


.day of 


My Commission Expires 






























(3?71 

^/^l/uW^ K ^^' / 6? d/~^^> 

<3 . ^ ’rr^sZcZZ$n*--<>^Z^Z^ ^$ 7 ^ 

3 > ZZ3Z&Z733 ^"-/ 

t «#■ -fZU-^ iA*zJ‘ ^ 

/l^'^T' y&f ' 

' ' Z^ryt^Jy^Z fZJZz^ 

^,0.-{%UTjy3/& ^ tZ ^fz'. 

5 /^fr^ -W? 


J/^f/ryy 

o^zo 1 ?^ 

- 

1 yZ//? ? 
zZZZZ^ 1 ?^'^^^^ * 

ZZ-c^r< kT"" f<d‘ 2 ^?' Le ?7 A^ ~^Z~^ r>v! - 

iZ^ jiLeAc^ Az- 

sQa^T&y- ^H-3z^. 

^k- ^ 

c^ZiZz^i/, ^33^>~J 

/42-**-^>~Zci3Z .—- j ^ "^Zs —"”" 

'ZZi; 

7 , 



t/kr ^ 

kc-zr^ /ZZ. 









DEPARTMENT OF PURCHASES 


On© Main Street 
Fort Wayne, Indiana 4S8©2 


. Request for Quotation Mo. 991 

To be considered your quotation raust be received by..M. h arch. 20 ,._ 197_/_ 


Date 


llgrcli 17, 19 77 


To; All ph ase Electric 
4920 Lima Road 
Fort Wayne, Indiana 46808 


imantifcy 

Unit 


Unit 

Price 

Trade 

Disc. 

Esstensio: 

125 


American Concrete Poles 

Catalog Ho. 800-B23-H6, 

Finish ft 101. Knock out Pole Cap 
ftH~36 5- 5 Drilled and tapped for 

3/4” Pin. Including necessary grommets 

and Plastic Protection Plug Hi-Rise 

6ft. Galvanized Steel Bracket Arm 
for 2" Sl-ip fitter. • 




iwv i'V 


Ultimate Ground Line Moment 219,300 Inch Lb 

Horizontal Load 850 Lbs. 

Deflection per 100 lbs . =1.0 6. inches 






Maintenance and Mew Construction 






Ship on or before 30 days after receipt of c 

rder an< 

i/or 




approval of Shop Drawings 

///f 

■ ^ 




Mark Bid Envelop©, 

‘"Quote Ho. r J9i Duo Date 3-28-77 ". 

tcm 

All 



Toms ' 3 & ' /^//vr // 4 . t *«✓/,»' 

W.O.B. - - ! 




Snipping 

' Schedule - ff 5 fe7? fc-HfPtet- 

•; Shipping 
Weight ** 


Signed, 

Date 


Jih- c h &^p(/Czj kA 

sS / '/'? 




Win net - b u vd r 


Director of Purchases 
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Reference No. QUOTE 991 


NON-COLLUSION AFFIDAVIT 


STATE OF INDIANA, j 

_QLLt£\ _COUNTY 1 


The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 

He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. 



Subscribed and sworn to before me this 
My Commission Expires 


d 28 i\i_day of „_OCc&£fo. 


















CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date March 17, 1977 _. Request for Quotation No. 991 

To be considered your quotation must be received by__ M. March 28,- 197 7_ 


'Great Lakes Concrete Pole Corp. • 

P.O. Box 310 

Highland, Michigan 48031 
Attn; Ilorbert Donnelly 

-*-—— - ‘ ' Unit Trade" 




























and return 


Page 


of 


Please sign and notarise 
with Quote 991 


Reference Mo . quote 991 


NON-COLLUSION AFFIDAVIT 


STATE OF INDIANA, 


■SS: 


COUNTY 1 


The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 

He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of v 



p or Great Jtakes Concrete Pole Corporation 


Subscribed and sworn to before me this ™-day of —/kfjSUCJzJn. -- 



My Commission Expires 

J GREGORY AIAN POI I ARD 















CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date March 17, 19 7 7 __. Request for Quotation No. 991 

To be considered your quotation must be received by__ M. March 28, 197 7 

rj> OJ Union Metal Mfg. Company 
4.35 North Addison Street 
Elmhurst, Illinois 60126 


Unit Trade 
























1 
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Reference No. Q UOTE 991 


NON-COLLUSION AFFIDAVIT 


STATE OF INDIANA, 
_ COUNTY 


The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 


He further says that no person or persons, firms, or emigration has, have or wig receive directly or 
indirectly, any rebate, fee, gift, commission or thing of m)ae on account of such safe or contract. 

Raymoncl_ Rusamann Sales Repr • 

' ' 1 r Bidder or Agent 

American Concrete Division 
p or Union Metal Mfg. Co, 

Subsetted and sworn to before me this j^StAy of .. 19 7J 


My Commission Expires 




















QUOTATION 


National Mill Supply, Inc. 


5501 Distribution Drive 
Fort Wayne, Indiana 46808 

WHOLESALE DISTRIBUTORS 


City of Fort Wayne 
Dept, of Public Purchases 
Ft. Wayne, IN 


DATE 


INQUIRY NUMBER 


INQUIRY DATE 


March 29, 1977 


DELIVERY TIME 


F. O. B. 


Net "30 


Thank you for your inquiry. We are pleased to quote as follows: 


Voluntary Alternate as Specified 
125 - Barrett #0-20-6 25' mounting height 



Finish #101. Knock out pole cap 
#H-365-5 drilled and tapped for 3/4" pin. 

Including necessary grommets and plastic protection 
plug hi-rise, 6 ft. galvanized steel bracket arm 
for 2" slipfitter. 

Ultimate ground line moment 219,300 inch lbs. 
Horizontal load 850 lbs. 

Deflection per 100 lbs — 1.06 inches 

Delivery approximately 30 days after receipt of order. 


It has been a pleasure to prepare this quotation. May we process your order soon T 











CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date_ March 22 , 1977 _. Request for Quotation No. 991 

To be considered your quotation must be received by__ m. March 28, 197 7 

National Mill Supply Inc. 

5501 Distribution Drive 
Fort Wayne, Indiana 
Attention; Darrell Shackley 


---- 

Quantity Unit Price Disc. Extension 
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Reference No 


NON-COLLUSION AFFIDAVIT 


STATE OF INDIANA, ) 

__COUNTY) 

The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 

He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. 


R._ Reed_Power_s' 



For _ JSational -Mil- Supply,. _ Irui*.. 


Subscribed and sworn to before me this —-day of 
My Commission Expires 

My commission expires Oct 11, 1979 


L_, 19 7 . 7 . 

















^^fiTLE OF ORDINANCE special oepikmce - city utilities pukchase order to. 8874 _ 

DEP'WOfr REQUESTING ORDINANCE board of public warns __ 

SYNOPSIS OF ORDINANCE covers city utilities purchase order no. 8874, quote # 991, 

TO ALL PHASE ELECTRIC, FOR 125 AMERICAN CONCRETE POLES, CATALOG NO. 800-B23-H6, 

FINISH #101, KNOCK OUT POLE CAP #H-365-5 IN THE TOTAL AMOUNT OF $24,610.00, FOR 
LIGHT CONSTRUCTION MAINTENANCE AND NEW CONSTRUCTION. 


SEE ATTACHMENT: CITY TTTTT.TTTES PURCHASE ORDER NO. 8874 

(SEE TABULATION) per QUOTE #991 

TOTAL COST $24,610.00 


THIS IS THE LOWEST OF FOUR QUOTES 


EFFECT OF PASSAGE able to continue street lighting program. 


EFFECT OF NON-PASSAGE unable to continue street lighting installations. 


MONEY INVOLVED (Direct costs. Expenditures, Savings) $24,61o.oo _to be paid b y_ 

ELECTRIC UTILITY AND TO BE REIMBURSED BY CIVIL CITY IF USED FOR NEW CONSTRUCTION. 


ASSIGNED TO COMMITTEE 





























